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Education Department 


QileSKDOnJCDo 


cnorndi gl ng)>fecro. 4/373/2010. 2010 sjcnjoial 14. 

CTOOGSj OT)1c9) nJalflMIO <a>6n3C8l.SO g(3 1986 o$(.nj1a8 

mocrorarailaS onsrarato am<e9oaDl<a®a8 r^aaj1ml<r»oloc/) cuilGoJoao 
aJalrfWUOQfloS oJCTOgo n®(l3. a(j)(r6. n^)(r0. GnJOg1aS<0>(Dl<06)lra8 
cdIctdjo 9824 assflijgcS cnom(3 (aJ<ft.ooo oJOCitjooq) 
8j)jgcro1o)oci3, C3ra)(3. a<j)arT>0Q>oa3ci89 an aScftloo) ablGnJoao 
cmc3§1ai5l<eag (nodso^sjGaJOQQflalceffljanoj. cmaj^fflceoaneiio go an 
cn)c3§l<ifllc66)g o&Igtolgjfflsngaa/laS (araccn aruoG83>c!j>l<a> nj®1<0Aio 
<9>6n3ei.sogc5, ailajojaoaoiaJjao^o n®arr> (ulejocrocarmltoS raracffi^jj 
OTirajajoaS roioraSijjffliOajsjaDj. 

njjraflco) croc8§1an1<s0g aAosjceajrmailraS faraj(36)ces)Ea.1ejjo 
njao«j)1 gaanessM njamj^rarailoQ)®!! mjaxaS saj aocroarailcnAo 
(B®6UOffl2&Jo (3T8OlCQ)1C<fiO6rB(i3)06rr). 

crooG8a>«j>l<&> ojaltftaio (anj) 

<9)6n3<stsogojas dMap&iaao, crooe©j®)1<ft, rda”)<Mdo 

a)1ajcucnao)nJjao. <ft>6n5(B(.sogc3. 


SHORT TENDER NOTICE 

No. D4-1023/2009. 7th January 2010. 

Sealed tenders are invited for the Drilling of a new 
bore well with an internal diameter of 6 inches, supply 
and installation of submersible pumpset and other 


electrical and plumbing accessories required to operate the 
same, in the premises of Men’s Hostel of Government 
College of Engineering, Kannur. 

Approximate Cost—Rs. 1,00,000. 

EMD—1% of quoted value in Rupees. 

The tender should be superscribed No D4/1023/2009 
and addressed to the Principal, Government College of 
Engineering, P.O. Parassinikkadavu, Kannur-670 563. Last 
date for the receipt of tender is on 18-2-2010 at 4 p.m. 
and tender will be opened at 11 a.m on 19-2-2010 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. Late 
tenders will not be accepted. 

Intending tenderers may on application to the 
Principal, Government College of Engineering, P.O. 
Parassinikkadavu, Kannur-670 563 obtain the requisite 
tender forms on which tenders should be submitted. 
Application for tender form should be accompanied by a 
cash remittance of Rs. 450 (including VAT 12.5%) which is 
the price fixed for a form/set of forms which is not 
refundable under any circumstances. The tender forms 
are not transferable. Sale of tender forms will be closed at 
3 p. m. on 18-2-2010. Cheques, Postage Stamps, DD, IPO 
etc. will not be accepted towards the cost of tender 
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forms, nor will the forms be sent as per V.P.P. Duplicate 
forms, if required will be issued at Rs. 225 (including VAT 
12.5%) per copy. 

Those who want tender forms by post should sent 
an additional amount of Rs.27 towards the postal charge. 

<ft>6rr^(3 cnoj6n36)an§“ n 06 imjl(n 1 oQ>o 1 o(/) G<ft.08gS3lffl£j 
6)ma3cru GnDoo^roS G<ft>ocnro6nelro3 6 sgamj (ms, anporooroilroS 
afflj ojjshloa) <fi 3 j<p«53c06)l6nD^ (i)1(32)2)1^j (30<3)1ro8 orueriiGaupcrol 
6ni1c/3 ojcnj exrogjo mg (gracnjenjcnu s>&jo£[.sl<a6X!53 (ruomiqil 
<a>gjo oJo6nilocn cruom(.a51<a)gjo arunooilTj gnJGdsocnGQQiocn^mo^ 
orDsnlcn aj(/36mo 6).aJ<n>(3) 3(3nejocroj<ft.o3 cMd6rril^6)tft.oggjoT)j. 

n0(63G3C0 (30S83308 (fft^rS, -©Jo I 1,00,000. 

(1)10(3) (3011,0—<ft>JO§J6)jiJ<5/JOr) KJ)J<a>0Q)J6)S 1%. 
oij(.36mo 6)jiJ0ffiOT) 3^°ejoorojcift.c^ (o-ncr3frulo_|oa3, 0)ai6n56)2)a^' 
n06imila)1OQ)OloC1) GoSsOGgS?" (0361^(8-670 563 00(11) 

ail&JOCrOS5TO)l03 18-2-2010-0) 6)6)OJcfi3l(? 01)00 4 2)6101(60 2)JCl3oJOOQ)l 
ejelG(9O6ne«3)06rn. (nlaail©) cru2xi!)tiji0)lcnjo OT)1cnKi5)l(90j2)(930 
eielcsojcm 2)j(.36mo o^asra) Bdl^eio aro^aS 19-2-2010-00 
ooailoej 11 2)6n)1c96> cinosoooQil^gg ©©ocnlas^,©) tojoilailuil 
(Qsgjos onoomliso(010)1(03 (O)jOc0OjaT)(O)O6m. B^neioord 

Ga£)0O6B13(/3 (310)01 00^ 2)J gg (U^(00)1 (9>C/3/OUT)Oal 0) 6313C/3 

tai1o3(ro1 rt_|ou3, a)OJ6n3o2iag“ a06i&ila)1(n>o1oc/) GoSsOGgs, 
c 036 m)( 3-670 563 o 0 (ir> oj1eio(ro(oio)1(o3 450 ffljoj (oild^totosaQo) 
<30S^j ©©GaloB&fliJOOS 3(8' 1 ei0(ri) G 00006313</3 &Je1(SOJ(1D(0)06rf). 
(OKnlnJA^nJ (30)01 (©5,2)^001(3 (OJnJ 225 (O)l(93j(0ilCU)S(SOo) (30SaJ 

ooAnjgoaijaTKOioem. BsSneioord Gn£ioo(aio)1oo§ ailei o^J(9o/ 

0JL)1(U)1/GoJ0G<jgS2 <5^0011/0(10. all. 63. (1000)1(11 2)JG6UO) 
(3t3S0ffi(9O0aij(iT)(O)ei. ail.nil.nil. (30(i)jai3(i)lQQ)2)£j. 3(8<i£J0(rd 
GnO0O63Ba3 18-2-2010-00 g^OffiflSO 3 2)611)1(1100 a161T)2)S.nj| 
oocSi njgoajjoTxaioerr). 

o^neiooru Gn0OO6313O3 (0)n10(03 2)0(8<$o OlBiaKO^fflJggaKS 
(0)nl0(03 (©0(3 ©830(33)1 27 OJnJ (300)1(930000)1 (30CQ)CQ)Gc9O6nS(O)O6lf). 


SI. 

Description 

Quantity 

No. 

1 

Drilling of bore well to accommodate 



casing pipe of internal diameter not 

less than 6 inches for various strata 

up to 150 meter below the ground 
level having an average 40 meter 

over burden in all classes of soil and 

rock. 


2 

Supply and erection of 6 inch PVC 
casing pipe with ISI mark, minimum 
pressure 6 kgf/cm2. 


3 

Submersible Bore well pump, 8 HP, 
3phase, H 100M, discharge 6 Ips. 

1 Number 

4 

3 phase starter with single phasing 
preventer. 

1 Number 

5 

Delivery pipe 2 inch ISI mark, minimum 
pressure 6 kgf/cm2 from borewell to 
over head tank. 

300 meter 

6 

GI pipe 2 inch from bore to ground 
level 

60 meter 

7 

Electrical cable 3 core submerisible 

100 meter 

8 

Main switch. 

1 Number 

9 

Plumbing accessories 

Required 
items in 
required 
numbers 

10 

Labour charges 

Required 



amount 


Government College of Engineering, (Sd.) 

Kannur. Principal. 


Nature of work and specification of items 







